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Message Text 


UNCLASSIFIED 

PAGE 0 1 ROME 17289 211 646Z 

60 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

031276 

R 211538Z OCT 76 
FM AMEMASSY ROME 
TO USIA WASHDC 
INFO SECSTATE WASHDC 0717 

UNCLAS ROME 17289 

USIAC 

E.O. 11652: N/A 
SUBJECT: USIS SECURITY 

REF: ROME 15908 

RSO CONCURS AND APPROVES FOLLOWING REQUEST ADDITIONAL FUNDING 
FOR JUSTIFIED SECURITY IMPROVEMENTS USIS ROME LIBRARY TOTALLING 
APPROXIMATELY DOLS 4,385: 

A) BULLET PROOF GLASS FOR DOOR LEADING INTERIOR OF LIBRARY AND 
TALKING HOLE RECEPTION BOOTH: ESTIMATE DOLS 3,810. 

B) AUTHOMATIC LOCKS FOR THREE DOORS: ESTIMATE DOLS 300. 

C) REINFORCING DOOR WITH STEEL SHEET SEPARATING LIBRARY AREA 
FROM ENTRANCE HALL ANNEX BLDG: ESTIMATE DOLS 275. 

SINCE PREVIOUSLY AUTHORIZED LIBRARY ALTERATION REPAIRS ALREADY 
STARTED APPRECIATE DECISION PRESENT ADDITIONAL FUNDING SOONEST. 
ADVISE.AMERSON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 OCT 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME17289 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760396-0256 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 028/aaaaaybn. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ROME 15908 
Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 AUG 2004 by cookms>; APPROVED <03 JAN 2005 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: USIS SECURITY 

TAGS: ASEC 

To: USIA 

Type: TE 
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